Executive Mouse Pad 
Owner's Manual 

(Datexx® Model DC-215) 

Your Executive Mouse Pad from Datexx® is designed to be reliable 
and easy to use. This manual will provide clear instructions for all 
product functions. 


Getting Started 


Installing the Main Batteries (2 AAA, included) 

1 . Place the unit face down, and open the battery cover 
(See diagram). 

2. Install the 2 AAA Alkaline Batteries (included) using the polarity 
diagram on the battery cover. (Note: Both batteries are oriented 
in the same direction.) 

3. Snap the battery cover back in place. 



To register your product, and/or if you have any questions, 
comments, or would like more information about the fine 
Datexx Product Line, 

visit us at www.datexx.com on the Internet. 

A Genuine Leather Mouse Pad with Pop-Out 
Business Calculator and World Time Clock! 

• Genuine leather mouse pad for precise tracking. 

• Economically designed, silicon gel wrist rest. 

• Calculator pops in and out of the pad - a great space saver! 

• One-touch "macro" solutions to common business problems. 

• World Clock - monitors time in 1 6 cities, + 3 alarm settings. 

• Automatic Daylight Savings Time. 

• Choose between military or civilian time modes. 

• Temperature display - Celsius or Fahrenheit. 

• Snap-in mouse cord holder. 
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Replace Batteries 


Note: Your Datexx Calculator is protected with a long-life, 
Lithium back up battery to assure uninterrupted service. 
(See "Back-up Battery Replacement" in this manual for 
change-out procedure.) 

Using the Mouse Cord Holder 

1 . Place the unit face down. 

2. Slide out and lift the clip on the desired side and run the 
mouse cord through the trench (See diagrams). 

3. Close the clip and slide it in to secure the mouse cord. 




Slide out and lift the clip 


Run mouse cord 
through trench 


Using the Key Pad 

1 . Grasp the silicon wrist rest and pull it away from the 
mouse pad, revealing the calculator/clock key pad. 

2. Take a moment to look over this key pad and familiarize 
yourself with its functions (See diagram on previous page). 

3. Also note the chime time function buttons at the top of 
the key pad. 

4. When finished, the calculator tucks neatly back into the 
mouse pad with a light push. 



Setting the Time 


Choosing Your Time Zone 

1 . Press and hold the city key that represents your local time 
zone for 3 seconds (E.g., [New York]). The display will blink. 

2. Press the [Set] button and the display will blink. Press it until 
the display you wish to change is blinking. 

3. Press [Up] or [Down] to adjust the time. 

4. When the adjustment is complete, press the [Time] button 
to confirm the setting and return to the normal display. 

5. The operation is now complete. 

Setting a [My City] (Custom Time Zone) Time 

On certain, rare occasions, you may need to customize the time 
for an area that is not included in the 1 6 preset city time zones, 
or an area that is not subject to Daylight Savings Time shifts. 
This is done as follows: 

1 . Press and hold the [My City] key for 3 seconds.The display 
will blink. 

2. Press the [Set] button and the display will blink. Press [Up] or 
[Down] to adjust the time (Time will adjust in increments of 
30 minutes.). 

3. Press [My City] when the adjustment is complete confirming 
the setting. 

4. The operation is now complete. 


Caution: 



® Don't 
Press 

SET 


Do not press [Set] again during this operation, 
as it will change the preset city times. If you press set by 
accident, use the directions under "Choosing Your Time 
Zone" to reset your local time zone. 


Choosing Between 
Military and Civilian Time (1 2/24H) 

The 12 hour civilian or 24 hour military time (default setting) 
mode can be selected as follows: 

1. Press [Time] and [Set]. 

2. Press the [1 2/24] key (Same key as the [=] key). 

3. Review the setting of key cities to determine if you have 
chosen the proper mode. 

Monitoring World Time 

Certain keys are already designated with the names of major 
cities. To view the time in that city, e.g., [Moscow], simply press 
that key for a second and Moscow time will display. (The unit 
will automatically return to local time after 5 seconds.) 

Automatic Daylight Saving Time Adjustment 

For all the U. S. cities and for major cities in Europe (London, 
Frankfurt, and Moscow), the DC-21 5 automatically synchronizes 
to Daylight Savings. For most of the United States, Daylight 
Savings Time starts on the first Sunday in April. In the European 
Union, Daylight Time starts the last Sunday in March. Standard 
time comes back for both the United States and the European 
Union on the last Sunday in October. 


Manual Clock Adjustment 

Normally this unit requires no initial time set up, as time is 
factory preset. However, should you need to make 
adjustments, follow these steps and illustrations: 


SET 


1 . Select the desired City Key to be adjusted, and press and 
hold it for 3 seconds.The display will blink. 

2. Tap the [Set] button once, the seconds display 

(the last 2 digits) will blink. (As you repeatedly press [Set] the 
display will blink, stepping through first seconds, then 
minutes, hours, and then into the calendar settings.) 

3. When the desired clock component is blinking press 
[Up] or [Down] to adjust it. 

Note: In setting the time - be sure to check the display to 
determine it is in the proper AM (no indication) or 
PM (displayed) mode. 

4. Press [Time] to exit the operation and return to the normal 
display. 


The Alarm Function — Setting Alarms 1 , 2, and 3 

A total of three separate alarms can be set as follows: 
1 . Press [Alarm] "A1 for Alarm 1 will be displayed. 


2. Press the [Set] Button the hour segment 
(first two digits) will blink. 

3. Press [Up] or [Down] to set the desired hour 
(Remember to watch the AM/PM indicator). 

4. Press the [Set] button again. 
The Minutes display will blink. 

5. Press [Up] or [Down] to set the minutes. 

6. Press [Time] and the process is complete. 


SET 


UP DOWN 

SET 

UP DOWN 


(To set Alarm 2 and Alarm 3 press the [Alarm] button two times, 
or three times until the desired Alarm designation (A1, A2) is 
displayed.) Tip: Holding either button down will speed the 
display change. 

To Cancel an Alarm Setting 


1 . Press the [Alarm] button until the alarm to be 
cancelled 1 , 2, or 3 is displayed. 

2. Press the [Up] button and the alarm is cancelled. 

3. Press [Time] to return to the normal display. 


UP DOWN 


To Clear an Alarm Buzzer 

1 . Pressing any key while the alarm is buzzing silences it. 


The Hourly Chime 

1 . Pressing the [Chime] key turns an hourly 
chime on or off,. 
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Adjusting the Calendar Display 

1 .Tap the [Set] button repeatedly until the desired 
calendar component is blinking. 

2. When the desired calendar component is blinking 
press [Up] or [Down] to adjust it. 

3. Press [Time] to return to the normal display. 


SET 


MRC 


Changing the Calendar Display to 
European System (Date/Month) 

At any time you may press the [M — D] key to switch the 
position of the month and date to match the European 
System, or back. 


Changing the Thermometer between % 
Celsius and Fahrenheit 

At any time you may press the [C — F] key (same as the [%] key) 
to switch the Thermometer display from Fahrenheit to Celsius 
or back. 


Using the Calculator 


Note:To perform any calculations, the user must first switch to 
the calculation mode by pressing the [CALC CE/AC] key. 

Tip 1 : To delete the last entry, press the [CALC CE/AC] once. 
To delete entire calculation press the key twice.To clear the 
memory press [MRC] then [CALC CE/AC]. 

Tip 2: If you hit the wrong function - such as the addition [+] 
key, and meant to hit the subtract [-] key, simply hit the proper 
key and continue with your calculation. 


Performing Calculations 


Addition (+) 

Example: 6 + 7=13. 

Subtraction (-) 

Example: 10 -4 = 6. 

Multiplication (x) 

Example: 7 x 5 = 35. 

Division (-r) 

Example: 1 4 -1-7 = 2. 


Percentages (%) 

Example: 

Calculate 6% of 100. 
Example: 

Add 6% tax to $20. 


Press 
[6] + [7] = 

[10] -[4] = 

[7]x[5] = 

[14] -r[7] = 

Press 

[100] x [6]% 
[20] + [6] % 


Example: Calculate a 

20% discount from $1 50. [1 50] - [2] [0] % 
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Memory Calculations 

Example: (12 x 3) -(6 + 2) = 33 
Press [CALC CE/AC] [CALC CE/AC] 

[12] [x] [3] [M+] [6] [ + ] [2] [M-] [MRC] 33 

[MRC] [CALC CE/AC] 0 


Profit Calculations 


Example: Cost is $19.95 and Selling Price is $39.90 
What is profit margin (%)? 50 (%) 

Press 

[19] [.] [95] [COST] [3]9] [.] [90] [SELL] 50 


Example: Selling Price is $20 and Profit Margin needs to be 50 % 
How much the cost shuold be? $10 

Press 

[20] [SELL] [50] [PROFIT%] w 


Example: Cost is $69.3 and Profit Margin needs to be 30 % 
Ho w much the selling shuold be? $99 

Press 

[69] [.] [3] [COST] [30] [PROFIT%] 


99 


Back-up Battery Replacement 

Note:To change out the Lithium back up battery, first be 
certain the primary batteries, the 2 AAA batteries, are new and 
functioning properly. This battery should be replaced 
approximately every two years. 

1. Turn the unit over, face down. 

2. Use a small head screwdriver to loosen the screw on 
the back up battery compartment cover and remove the 
cover (see diagram). 


3. Replace the lithium battery, making sure the positive (+) 
side is up. 


4. Replace the cover and screw. 



Troubleshooting 

1 . Nothing is displayed on the LCD display 

a. First, check that the batteries (2 AAA) are new and placed 
correctly. 

b. Try changing out the lithium back-up battery 

2. The Display is blinking 

a. Press [Time] to return the unit to normal Clock Mode. 

3. The unit is halt (Freeze): 

a.Take out Main Batteries and place them back in. If that does 
not work: Press reset hole located on the rear case with a 
paper clip and set the time 


Care and Maintenance 

Keep this unit dry. If it gets wet, wipe it dry before use. Do not 
clean with harsh solvents or detergents. Wipe clean with a soft 
slightly damp cloth. 


To register your product, and/or if you have any questions, 
comments, or would like more information about the fine 
Datexx Product Line, 

visit us at www.datexx.com on the Internet. 
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TELEDEX Limited U.S.A. Warranty 

TELEDEX INC. warrants these products to the original purchaser to 
be free from defective material and workmanship. The product will 
be repaired or replaced at our option, for up to one year when 
returned with proof of purchase to the address below. Include a 
check or money order for $5.00 to cover postage. 
TELEDEX INC. 1 Atlas st. Kenilworth, NJ 07033 


Warranty valid only in the U.S.A. 


Printed in China 10/02 

www.datexx.com 


